Approved For Release 2003/06/26 : CIA-RDP80B01676R004000040029-5 


CARTER, LEDYARD & MILBURN COPY 

COUNSELLORS AT LAW 
2 Wall Street 
New York 5, N. Y. 


September 11, 1946 


Lieutenant General Hoyt S. Vanderiberg, 

Director of Central Intelligence, 

New War Department Building, 

21st and Virginia Avenue, N.W., 

Washington, D. C. 

Dear General Vandenbergj 

In answer to your letter of September 6th, 

I should be very glad to attend the first meeting 
of the Board of Consultants for the Central 
Intelligence Group which is tentatively set for 
Tuesday, October 15, 1946. 

Very truly yours. 


/s/ W. H. JACKSON 


WHJjP 


Orig. to Cen Records 
4 Oct 46 
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